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MINISTRY OF STEEL 
NOTIFICATION 
New Delhi, the 6th May, 2003 

S.0.517(E).—In pursuance of clause (iii) to the proviso to clause (n) of Section 2 of the Factories Act, 1948 (63 of 
1948), the Central Government hereby appoints the officers mentioned in column (2) of the Table below, to manage the 
affairs of the factories mentioned in corresponding entry in column (3) of the said Table, who shall be deemed to be the 
occupier for the purpose of the said Act. 

TABLE 


SI. Name, designation and Name and address of the factory and registration number 

No. address of the officer 

1 2 3 " “ 

1. Shri Narendra Mohan Vcrina, 

Executive Director (Works), 

Rourkela Steel Plant, 

Rurkela-769011. 

2. Shri G. Jagannathan, 

Executive Director (Personnel 
and Administration), 

Rourkela Steel Plant, 

Rourkela-769011. 


1. Rourkela Steel Plant (Integrated Unit), Registration No. SG-28 

2. Make Up Water Works (Plant), Registration No. SG-30 

3. Rourkela Fertilizer Plant, Registration No. SG-43 

4. Bus Operation Sector-6, Registration No. SG-136 

5. Slag Granulation Hard, Registration No. SG-147. 

1. Jhirpani Intake Well (T), Registration No. SG-29 

2. Sewage Pumping and Treatment Plant, Registration No. SG-29 

3. Water Purification Plant (T), Registration No. SG-29 

4. Ispat Printing Press, Registration No. SG-29 

5 Electrical Distribution System (Township), Registration No. SG-29 

6. Water Supply Workshop (T), Registration No. SG-29 

7. Water Treatment and Filtration Plant, Registration No. SG-29. 
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